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UNCLAS STATE 313661 

E.O. 11652: N/A 

TAGS: BPRO 

SUBJECT: EXIMBANK BANK GUARANTEE FOR SALE OF AUTOMOTIVE FOUNDRY 
EQUIPMENT TO CIA. FUNDIDORA DEL NORTE, SALTILLO, COAHULIA MEXICO. 

1 . EXIMBANK HAS REQUEST FROM U.S. COMMERCIAL BANK TO GUARANTEE 
FINANCING ON SALE BY C.E. CAST INDUSTRIAL PRODUCTS, VALLEY VIEW, 
OHIO, OF SPOMATIC MOLDING SYSTEM (AUTOMATIC FOUNDRY EQUIPMENT) 
COSTING $2,061,000 TO CIA. FUNDIDORA DEL NORTE, SALTILLO, 

COAHUILA, MEXICO. 

2. ADVISE WHETHER EMBASSY HAS ANY KNOWLEDGE OF OR COMMENTS 
REGARDING THIS SALE OF PERCEIVES POLITICAL OR OTHER REASONS 
EXIMBANK SHOULD NOT CONSIDER REQUEST. REPLY PRIORITY 
ROBINSON. 
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